INSTRUCTION 

MANUAL 

FOR 



BLUED & 
STAINLESS 
STEEL 







RUGEi 

RiFlE 

AUTOLOADING RIFLE 



NOT FOR USE WITH MINI THIRTY RIFLES (ral. 7.62 x 39mm) 




A READ THE INSTRUCTIONS AND 

WARNINGS IN THIS MANUAL CAREFULLY 
BEFORE USING THIS FIREARM 



For Product Service on This Model Please Call: 
(603) 863-3300 (See p. 27) 



S TUim, KU<;ER & Uomimny, Ltu^ 
Siiulh[H>rt, Cunneetii'iit 06490 LJ,S,A, 



THIS IN!i.rKLCTIO.\ fv^ANU.'\L SJ lOLLD ALWAYS ACrCJMPAW I His Hkh-Y>iM ANIJ rA 
I Wl I H IT LIFY:,1N C:J lANtiE {>F OVvT^iERS? IIP, OR WHEV THE FIRFAhlW JS I OANFD ('Jk 

F'KEii[\TELl TO ANCTTHTR PERSON. 



KMSl & Kl:l 




FIREARMS SAFETY-YQUR RES^NSIBILITY 

SAFETY MUST BE THE FIRST AND CONSTANT 
CONSIDERATION OF EVERY PERSON WHO 
HANDLES FIREARMS AND AMMUNITION. 

This last ruction ManuEiL is designed to Assist you in leaminjJ h\jw to use anJ care 
^or your HlFfJ? properly. Please conlact us if you liave 

any questions about it- 

Only when you are certain you ^tj(lly understand the Manual and tan property 
carry- out its iiistructions should you practice loading, etc. with live ammuiiilion. 
If yrsu have any doubts about your ability to handle or u-sa a particular type of 
gun safely, then you should seek .supErvised instruction. Such personalized 
instmclion is often available from gun dealers, gun clubs or police departments. 
If none of tliese sources can help you. write lo the National Rifte Association, 
11350 Waples Mill ftoad, Fairfax, 220:50-7400. They will assist you. 

The person possessing a gun ha.s a full-time job. You cannot guess; you cannot 
forget. You. must know how to use your firearm safely. Do not use any ftrearm 
without having a coniplete understanding of its particular characteristics and 
safe use. 

Reniemberr There is no such thing as a foolproof gun. 
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OTHER CAUTIONS AND WARNINGS APPEAR 
THROUGHOUT THE MANUAL. 



FIREARMS ARE DANGEROUS WEAPONS- 



READ THE INSTRUCTIONS AND WARNINGS 
IN THIS MANUAL THOROUGHLY AND 
CAREFULLY BEFORE USING. 



A WARNING-ALTERATIONS 




This product wa& designed to 
function properly in its O'riginal 
condition. Alterations (;an [itakc it 
unsafe. Do not alter any part or add 
or substitute parts or accessories 
not made by Sturm. Ruger & Co. Inc. 


DO NOT ALTIR ANY CUN i 



GENERAL INFORMATION 
AND MECHANICAL CHARACTERISTICS 

The RETaER^ HfELE is a ga.s operated, box magazine fed, 

autoloading rifle. It is simple, reliable, and consists of a relatively few rugged 
components. The mechaniiim employs llie Huger fixed pislon.''moving cylinder 
ga.s system in conjunction with a siniplified tarand-type rotating bait. The 
.Mini-14 Rifle can be field stripped fur iTcaniing to its basic subassemblies in 
seconds wnthout the use of tools. 

Music wire coil springs are used throughout the mechanism. The saJely, located 
in front of the trigger guard, blocks both the hammer and sear and permits the 
slide to be cycled with the safety' ’'ON”. A bolt lock mectianism is provided for 
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converience in holding Ihe bnltopen for loadiclg and inspection. The firing pin 
i.s. retracted mechanically bs the bolt starts to unlock and the rifle will fire only 
when the boll is locked. The one'piete American hardwood slock is reinforced 
wilh steel liners in stressed and high temperature areas. The “xAl I- Weather^ 
model features a syntheLio stock and stainles-5 .steel contruetion. 



NOMENCLATURE 




Figure 1. [n this illustration the frtniLiEoEly u.-ieJ (jperdling components are Ldentifted. Note 
lltiL die safety is rearward of the trigger guard and is ttierefore in it.s "ON" {safe} posttion. 



OPERATION OF SAFETY 



The manual safety medianism is located forward of the trigger for convenient 
operation and is ‘"ON" when in its fully rearward position intruding into the 
trigger guard. tSee Fig. 2} The safety can he moved to "'ON” (extreme rearward 
position) only when Lite hammer is cocked. ^Tien the .safety is '‘ON”, it blocks 
both the hammer and sear. The safety should always he placed “ON” before 
loading or unloading the rifle and .should he kept ''ON'‘ at all times except when 
actually fa ring. 
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WARNING -MANUAL SAFETY 




n wr ni^Bi ^ 




Keep the safety cm. unless aetually firing. 
Always move the safel>‘ fulty to its intended 
nositior And check iL The siifeLv is rsot “OJT’ 
unless It is completely "ON". Nex'er depend on 
a safety rniK;h.anL5m or any (sLher mecbaxiical 
device to justify careless handling or 
pennltting the rifle to point in an unsafe 
diretUtsn. Ttie only "safe” rifle is one in which 
the bolt Is open, the chamber is empty, ?Tid 
there I.S Tin magazine In tlte guil. 


KNOW HOW TO USE THE SAFETY 



THE BOLT LOCK 

The Mini-Id Rifle is designed so that the bolt remains open afler the last shot has 
been .fired, provided there is a magazine in the rifle. When the magazine is 
empty, the inagEtzine follower actuates the bolt lock which is designed to retain 
the boll and slide in their reeiirward position, 

WARMNC: The bolt lock is rtnt a safety device. It .should not be used to hold the 
bolt back when there are cartridges in the magazine. A slight jar to the butt end 
of Ltie rifle will cause the holt lock to disengage and to feed a cartridge into the 
chamber. 

The boll lock should he relied on only to hold the holt in its rearward position 
when the chamber is empty and an empty magazine is in place. The only purpose 
of the bolt lock is for convenience in the rapid changing of nriiagazine.s and for 
holding the bolt in its rearward position when the rifle is unloaded for the 
purpose of cleaning or inspection. 

OPERATION OF 

To manually engage the holt lock to keep 
the holt open; {See Figure 3) 

1. Pull the slide handle alt the way to 
the rear. 

2. Depress the bolt lock plunger ai^d 
allow the slide to move forward 
until it stops . 

.3. Put safety ^'ON" (push hilly 
rearward). 



BOLT LOCK 
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To rdea-se the slide (which allows the 
holt to fio forwarii) keep safety "ON " and 
either: 

1. Remmie liie nl^^gi^z.Lne^ draw the 
slide handle to llie rear aitd release, 
or; 

2. With ail empty magazine ini plaec, 
draw the slitle hai'idle (uily to tlie 
rear and hold it Hiere. Then, while 
holdinfs the slide handle., depress 
the ma^Sazirie follower slij^iLly with 
the thumb, remove the th umb, and 
then allow the slide to go forward, (See Figure 4) 

CAUTION; Slide Is under heavy^ spring tension and i:ai] injure fingers when it 
slams shut, 

AMMUNITION 

The m.'ftli’lt* .HniM4* RMFLES are chambered for tlie 2'^^ Kemington 
(5,56 nun 1 cartridge. The Mini- 14 Rifle is designed to use either standardized L.S- 
military, or factory loaded sporting .22'S <5.5bmm) cartridge.s manufactured in 
acLordaiiice with U-S. industry pratLitt;, See '‘AmmuniHon Notice” £ ‘'AjiunucUlion 
W’iamicig", below. 




USE ONLY FACTORY AMMUNITION LOADED 
TO U*S. INDUSTRY STANDARDS 



A WARNING -AMMUNITION 

A 





Death, serious injury, and damage 
can result from Ihe use of wrong 
ammunition, bore obstruct ion.s, 
powder overloads, or incorrect 
caitridge components. Even the 
slicrngest gun can be "blown up” as 
a resTill of exetss pressure. ;MwWs 
wear shoifling glasses and hearing 
protectors. 



IMPROPER AMMUNITION 
DESTROYS GUNS 



AMMUNITION (CARTRIDGES) NOTICE 



\VE SPECIFIC.M.LY DISCLAIM RESPONSIBILm' FOR Am DAMAGE 
OR INJDRV UTIATSOEVKR OCCLIRRING IN CONNECTION WITH, OR 
AS THE RESULT OK THE USE JN RUGER FIREARMS OF FAULTY, OR 
NON-STANDARD, OR '^KEM.ANUFACTLTiED” OR RAND LOADED 
(RELO.ADED) AMMUNITION, OR OF CARTRIDGES OTHER THAN 
THOSE FOR WHICH THE FIREARM WWS ORIGINALLY CRAMBEKED. 
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A WARNING - LEAD EXPOSURE 




Discharging firearms in poorly venlllaleii 
areas, cleaning firearms., or handling 
ammunition may result in e.\posure to 
lead and other substances knowm to the 
state of California to cause birth defects. 
reproduetK'e liarm, and other .serious 
physical injury. Have adequate ventilation 
at all times. Vfash tiands Luorotighly after 
exposure. 


SHOOTING OR CLEANING GUNS 
MAY EXPOSE YOU TO LEAD 



MAGAZINES 

ftl.-fft’fit® ,rtl,VI-14* magazines are iderilificd by having three vertical 
creases in the side of the magazine v'ersm one vertical crease in the Kuger Mini 
Thirty magazine. The bottom of the Mini- 1 4 magazine is more rectangular than 
the generally Lapered bottom of the Mini Thirty magazine., and the follower, 
visible from the Lop of the magazine, is di.^tinctly more pointed on llie Mini 
Thirty (see illustraLions below S. DO NOT ATTEMPT TO USE MINI Tl llRTi' 
MAGAZINES IN RLTGEK MINI -14 KIFLES. 



Ruger Mini- 14 Magazine 

itorroct} 



Ruger Mini Thirty Magazine 
(Incorrect) 



For Caliber ,22'i 
Ammunition Only 



For Caliber 7.bZ x bymiTi 
Ammunition Only 

Dn not use in Mini- 14 









o 




F 


m 







1 





Bottom Top 






Never attempt to 7.^2 x ,^9mm ammunition ici Ruger Mini- 14 riflts, 3-S it will 
not chamber correctly and will ’'jam" the action. with any firearm, always 
wear safety slioofing glasses and adequate hearing prote:ClLO]i. 
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LOADiNG THE MAGAZINE 



Use only clean ammunitioE of Ihe proper caliber manufactured to U. S. Industry 
specifications, in good condition. {See Kotice and Warnings, in other sections of 
this manual pertaining to Amn^unition). 

To load the magazine, align each cartridge wiLii the bullet forviiard (pointing 
toward the hole in the front of the magazine body) and push downward until the 
cartridge snaps into place. Do not attempt to ioad more than the designated 
number of cartridges for which the magazine has been designed. IHjCEII® 
iWfj\I-l4* niFi^S are sold with 5 round Ruger magazines. 

The RtVEtt^ magazine is mt intenchangeable with the Ruger 

Mini Thirty magazines. Do not nse non-Ruger magazines they may cause 
malfunctions. 



DAMAGED, NON-STANDARD, OR IMPROPERLY 
ASSEMBLED MAGAZINES SHOULD NOT BE USED. 
THEY CAN CAUSE THE RIFLE TO MALFUNCTION. 



INSERTING THE MAGAZINE 



See Figure 5. Tile m^^Jne may be inserted with the bolt either in the dosed or 
open position {See "Bolt l»ck" section p. 5). 



1. Hold the magazine at an angle as 
shown and ictsert all the way up 
into the magazine well. NOTEl 
T here is a hole in the top-front 
portion of the magazine that 
mates with a stud on the inside of 
the receiwr. 

2. Pull the bottom of file magazine 
toward the trigger guard until the 
magazine latch at the rear of the 
magazine welt engages. Check to 
be sure that the magazine is 
securely latched into place. 




REMOVING THE MAGAZINE 

To remo\^ the magazine, simply push the magazine latch forward until the rear 
end of the magazine drops out of the magazine well. The magazine can then be 
withdrawn from the rifle. To minimize the possibility of damage and malfunc- 
tions, do not let the magazine drop to the ground (See Figure 6, p. 181, 
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TO LOAD AND FIRE {WITH MAGAZINE) 

Practice this important aspect of gun handling (with an unloaded rifle) until you 

can perform each of the steps - described below - with skill and confidence. But 

before you do anything with the rifle, please first read completely through this 

manual. This procedure begins with an emph' rifle with its magazine out. 

1. Be eerlain the muzzle is pointing in a safe direction. (See Rule 2, p. 35). 

2. Before inserting loaded magazine ^ engage the bolt lock so the bolt is held 
open. Check the chamber to he certain it i.s empty. MO\^ THE SAFETY TO 
T1 1£ “ON" POSJTJON, Figure 3, p. 5). 

3. Load a magazine with the desired number of cartridges. 

4. Insert the loaded magazine into the magazine well, and immediately... 

5. Draw the slide handle all the way tn the rear and release it, allowing the slide 
to snap forward under full spring force. A cartridge will be stripped from the 
magazine and ctiambered by the motion of the bolt. 

WARNING: If cartridges do not feed .smoothly from the magazine into the 
chamber then do not use the rifle tmitl the prohlem k corrected (See 
“Malfunction Warning" p. 17) 

6. The rifle is now cocked and a loaded cartridge is chambered. Vi.sually check to 
be certain the safety is in the “ON" position. 

7. When you are ready to fire the rifle, move the safety to the '“OFF'' position. 

WARNING: DO NOT TOUCH THE TRIGGER UNTIL. YOU ARE ACTILMLV 
RE.ADY TO FIRE. KLEF THE b.Al-X^H' “ON'' UNLESS ACTUALLY FIRING. 

3. The rifle will fire one shot each Lime the trigger is pulled until the magazine is 
empty. Some of the gas produced by the combust ion of the powder is u.sed to 
push the slide and bolt to the rear, whicli ejttracts and ejects the fired cartridge 
case, recocks the gun, and reloads a new cartridge from the magazine into the 
firing chamber. 



A WARNING- 


FIRING 




The biiU uuhirnaLiciilily npeiis 
and shuts quickly while hrinilt, 
Fau; and hsn ds away from 
it. Hot brass and pov^deif gas is 
E;|E:c:Lt;d quiridy ard cart burn 
you. The rifle should be fired 
From the rij^ht .ihouldtr. 
iMways wear shooting giasses 
and hcArinfJ prntcHcjni.. 




BOLT OPENS FAST- 
HOT BRASS EIECTED 
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y. ImmeJiately folloiviiig the firing of a shoL^ and if a subsequent shot is not to 
he fired at once, put the safety ‘‘ON” while the rifle, is still pointing in a sale 
direction down range. 1’he .safety should be TVioved to ttie ''ON”^ position as 
soon as firing is completed, and it should tte ”ON'’ at all Umes eiscept when 
the rifie is on target and being fired. 

10. WhC]l the la.st cartridge in the magazine has been fired, the holt lock will 
automatically engage and hold the bolt and slide ici the rearward, open 
position. CAUTION; Autoloading firearniiS have reciprocating holts and slides. 
Do not position your fingers or face so these components can strike you 
when the gun is fired- 



A WARN INC -HANDLING 




If dropped or 
stmek with the 
safet>' “off^ the 
rifle TUdy fire. 
Keep chamber 
empty unless 
actually firing! 
Keep safety 'hn" 
unless actually 
hring! 



ANY GUN 
MAY FIRE IF 
DROPPED 
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A WARNING - SUSTAINED FIRING 



The .Mini-14 rifle fires from a 
cEo&l^ hoiL Su;^Lai]ied liriilg 
create escesswe heat in the barrel 

aOil Ciir'L cause ’’COululff of 

amiminitiori i heat-firing of the 
caririJ^t ifi Jit chaiTiherf. This 
"cook ofT can occur a substantial 
ptririd of Limt afLer firing ha-s 
ceased. :\iways unload the firearm 
immediately after ynn have 
oiiiiihed shooting. 



HOT BARREL CAN 
'^COOK-OFF'" (FIRE) 
CARTRIDGE IN CHAMBER 




TO LOAD AND FIRE (WITHOUT MAGAZINE) 

The rifle can be used as a siiigle shot rifle in the absence of a magazine or for 
safely or Lrai cling purposes. To do so, follow step L, p. y. Then, manuEilly load a 
cartridge inlu the chamber, and follow sleps 5 and 6 p. y, disregarding ihe 
magazine, Nole Ihat the boll will nol aulO'matically lock open after tile cartridge 
is fired and automatically ejected. Engage the safety between shoti. 



A WARNING - UNLOADING 




ibal tht nflt cari Im: a:^L'd as li siJ 1 g]t^ loader, it 
will firE whethET or n(rt a majjazine ts in the gun 
if a cartridj^E is chambE-red. Removing magazine 
dOfS nr>t iiniwd TiPe! To unloail, rTrst remove 
magazine, then pull bolt to rear, eject chambered 
airliidirt. and viiiMlK' iniDL'Ll 4j]]ur[ib«i. The. 




■ 


safely should always bt- in the “ocb" (soft) posiLicm 
when loading, or unloading the nfle. 


GUN WILL FIRE WITH 
MAGAZINE OUT 



TO UNLOAD 

WARNING: This sequence must he followed exactly as spelled out. Failure to do 
so can result in the rifle's chamber becoming unintentionally loaded with a 
cartridge! 

1. Keep the muzzle pointed in a safe direction at all times and keep the fingers 
outside the trigger guard. Move the safety to the ‘"ON" position. 



If 



2, Remove the magazine. REMEMBER that even though the magazine hj.s been 
removed, a cartridge remaining in the chamber can stih be fired! 

S. Phi] the slide handle all the way to the rear, extracting and ejecting the 
cartridge in the chamber. W^hen the bolt is fully retracted, push down on the 
bolt lock plunger and then allow the slide to move forward until it comes to 
rest agaiElSt the holt .stop. 

4, Always visually double check the chamber to be certain it is empty. 

5. The only '‘safe’’ tiIIe is one in which the bolt Is open and the chamber and 
magazine are empty. 



CORRECT UNLOADING SEQUENCE 




Sfif&ty 'ON' 
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TO RELOAD THE RIFLE 

1. Firing all cartridges in the magaz-ine arid the chamber will caiLse the bolt to 
automatically lock open. Keep the rifle pointed in a safe direction. Put the 
safety ‘'ON". Reloading can be accomplished by pre.ssing forward on the 
magazine latch with the thumb or forefinger. The magazine will faJl free o-f Lhe 
rifle of its own weight. To avoid the possibility of damage to the magazine^ do 
not let it fall to the ground unless rapid reloading is absolutely necessary. 

2. Insert a loaded magazine. WAFL\JNCi: The bolt stop is held in place b\= a spring 
detent. Therefore, when there is a loaded magEizinc in place and the rifle is 
jarred, the bolt can fly forward and chamber a cartridge. 

3. Release the bolt to move forward by pulling the slide handle fully to the rear 
and release the slide. A cartridge will be chambered when the bolt shuts. 
WARNlNCi: The rifle is ready for instant use once the bolt moves forward. If 
the rifle is not to be fired immediately, keep the safety “ON'\'\\'hen you are 
ready to fire immediately, Lake tlie safety “‘OFP' and resume firing, putting Lhe 
safety back ‘'ON" whenever you cease firing, even for a moment 

TO EXTRACT AND 
EJECT A CHAMBERED CARTRIDGE 

When tile rifle is fired, the .same gas pressure that drives the bullet forward acts 
through die gas port to push the slide and bolt to the rear. This action causes 
eKtraction and ejection of the fired cartridge case. If a cartridge fails to fire or if 
the shooter wishes to eject the chambered cartridge, manually, follow the 
procedure '^To' Unload" step 3, p. 12- When the slide handle is operated there can 
be a failure to extract the cartridge from the chamber, or a failure to eject the 
cartridge clear of the rifle. Tliese failures usually are the result of the slide handle 
not being pulled rearward vigorO'Usly. 1-roiri the foregoing, it is clear that the gun 
user must 

L Always eisuallv check the chamber an d the breech-facc after opening the slide 
t o eject a chajnbercd cartridge . If the slide is not vigorously retracted, the 
extracted cartridge can be "ejected" into the magazine area or remain held to 
the breech-face by the extractor. 

2. ThorouiJ hlv dean the chamber and the extractor a s ofte n as necessary. 

If an empty magazine is in the rifle when the slide handle is being retracted to 
extract a cartridge, the cartridge, may drop on top of the magazine or remain 
held to the breech- face by the extractor. Then, when the slide goes forward, the 
cartridge will be chambered again! REMEjMbER - always remove the magazine 
before clearing the chamber, and visually check to ensure that no cartridges 
remain in the gun. 

TO REMOVE A BORE OBSTRUCTION 

Rifles like llie Mini-14 Ihfle which are chambered for small caliber, high velocity 
cartridges., are particul'^rly susceptible to damage from f]ri[\g when the bore is 
obstructed, Ksce.ss oil, grease, water, or raindrops may form an obstruction 
which could cau.se damage and injury. If you suspect thiit your rifle may have 
excess oil, grease or cosmoline in the barrel, or if it may have been exposed to 
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humid ouciditiOTis which could cause cuiidensatlGn, or iu rmvt or snovi' which, 
mighl bav^ entered the bore, open Liic bolt and clean out the barrel. InspecL the 
bore visually to be sure that it is pcrrectJy clear (See "Arm munition Wanjicig" p, h 
and “"tare and Cleaning'’ section p. 1^4) 
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WARNING -BORE OBSTRUCTIONS 




Before iMclinj^ ut shooting the Mini- 3 ‘i rifle, bc- 
certaia the bore is utiobstrix-ted. ihn Hfft 
iiitfi ciTg/ obstrucfhn m ihe tore maif resiJ^t m 
Jormge to the n!fZe tjrid ;ierioLis mjn>y fn 
the irrld OifAcr Tvsitby. 

A MlSFIftE or urtiiSLiaJ report (s<jurw3) upon firing 
is ai^'ays a ^isnaJ to cease tiring immeJiately and 
after waiting for ime minute, examine the 
diturkber and bore of die fi rc-ami. It Is not 
sufficient to retract tbe slick- handle and examine 
the chamber. You must remc^ve Lhe fiiagaziiw.. 
dear the chainber, lock the bolt open and inspect 
the bore vi.suiilly - and with a rod if neces.siiry - tn 
be certain it is ccsmplelely clear of any 
obstruction. Kailnrn iih detect aitd comectb' 
rerrujc'c a bore obstructicin can result in serious 
injury to tlie shooter and bystanders, iuid damage 
to the fiTcann. 



DO NOT "SHOOT OUT" 
A BORE OBSTRUCTION 



A gun user shoiild recognize tlicil s lodged bullEt is a fairly common form of bore 
obstruct i Dll. Therefore the following information on how a bullet may become 
lodged in the bore, and how it should be removed, desen'es most careful reading 
and heeJingf 

1. \STien firing, a bullet may become lodged in the bore if the cartridge contains 
no powder, or the powder fails to ignite and only the primer charge ignites, 
producing insufficient force to propel the bullet out of llie bore. 

2. A bullet may also become lodged in the bore when extracting a cartridge from 
the chamber funloading), if the bullet is not crimped tightly enough in the 
cartridge ca.se, the bullet may stick in the bore, with linly the ca.se being 
extracted. 

Experience indicates that the hvo condiLio-ns described above occur most 
frectuently with ammunition, 

VVTien either of the above de.scribed (1 or 3) .situations occurs, proceed as follow-s 
anth thz Tiiie pointing in a safe diredion: 

a) If ihe rifle is cocked, move the safetj' to Ltie ''ON” position. 

bl Itemove the mageusinc from the rifle. 
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c) Itetract the slide handle and lock it in the open position by- pressing in the 
bolt lock plunger in the top of the receiver. Retracting the slide handle 
should remove the cartridge case. Be certain the safety is in the ’’ON” 
position. 

d1 Check the chamber to be certain there is no cartridge ca.se in it - if Ltiere 
is, eirt.ract it before proceeding with steps (e) and (f). 

ei After making .sure that ihe rifle is unloaded, in.spect the bore from the 
muzzle end of the barrel, if the bore is obstructed, insert a proper size 
cleaning rod {without a tip or brush) Into the bore from the muzzle and 
dislodge and remove the bullet. If the buHct does not readily dislodge, it 
niay be necesisary to lightly tap the handle end of the cleaning rod. If such 
efforts fail to dislodge the bullet, Lake the rifle to a gun.smith. DO NOT 
.ATTEMIT’ TO REMOVE A LODGED BULLET USING .A RL\NK 
CARTHIDCE, OR A CARTRIDGE FROM HTllCH THE BULLET FL\S BEEN 
REMOVED. OR tSV ANY ME.\NS OTHER TILVN THE USE OF THE 
PROPER SIZE CLE.ANINC ROD MD REASON.ABLE EORCE APPLIED TO 
THE ROD. BE CERTAIN .Al J. LOOSE POWDER HAS BEEN REMOVED 
FROM THE BORE .AND .ACTIfiN BEFORE INTRODUCING THE POO INTO 
THE BORE. NEVER TRY TO SHOOT OUT A BORE OBSTRUCTION: Sec 
"Rore Obstruction W'arning”, p, 14. 

fi Re inspect the bore to be certain it is free of unburned powxlef particles or 
any other debris. .At the same lime dean the magazine, the magazine well, 
and other areas of the meclianisnt of unbumed powder grains. 

It is absolutely essential dial steps {a} through (f) he followed if there is any 
suspicion that a bnllet has been lodged in the bore became of the situations 
described in 1 or 2 above. Remember that a bullet can be lodged in the bore 
of a rifle just where the rifling begins, and a live cartridge can still be 
cliambcred and the bolt closed ami locked. Tllis can occur because the bullet 
in the chambered cartridge is pushed back into the cartridge ca.se far enough 
to give the shooter the impression that tfie loaded cartridge has chambered 
normally. 



Always check the bore for an obstruction if yon experience ilifficulty in 
chambering a cartridge, experience a failure to extract, have a misfire, or the 
rifle does not make a normal loud report on firing. 

RE LOADERS SHOULD USE OM.V CANNEI..LRED BULLETS AND BE SLTiE TO 
CRIMP THEM SECURELY IN THE CARTRIDGE CASE. NOTE: Slunn, Huger ^ 
Co. specifically does not recoinmend the use of reloaded, hand-loaded or 
remanufactured carlridges. Please see ’'.Ammunition Notice'’ p. 6. 

TO CLEAR A MALFUNCTION ("JAM") 

Before ’'doing something’', study the situation to determine the nature of the 
jam and how best to dear it. Any autoloading firearm may occasionally 
malfunction. If it does: 

I. Be certain ihe muzzle is pointed in a safe direction and the safely is ''ON^. 



2. When atlemplidg to free a jammed cartridge , do ooJ us£ any type of loot Ltial 
is likely lo acl ^ a ‘’firing pin" and discharge the cartridge should the tool 
impact on the primer. Never Lise a cartridge as a "toor’. 

'i. After clearing a jam, inspect the gun mechanism lo determine if dirt or debris 
might be the cause of liie problem, Excess lubricant or grease can cause 
cartridges to feed sluggishly. An accumulation of grease, dirt or povi'der grains 
in the magazine can contribule lo cartridge feedirig problems. 

■V After clearing a jam,, inspect all cartridges that tiave been removed from the 
gun. Safely dispose of any cartridges which are dented or nicked or have 
bullets that are loose or improperly positioned in the cartridge ca.se. 

5. Tf it appears that the gun and magazine are not at fault and that the jam was 
caused hy the type of cartridge being used, then try another type. 

6. If the above procedures do not result in a smooth and reliable feeding firearm, 
don't use the gun until it feetls cartridges smootlily and reliably. The rifle 
should be returned directly to our Newport Product Service Department for 
repair, See the "Service and Parts'’ section p. 27, for packing and shipping 
inforniation. 

Another precaution; Form the habit of examining fired cartridge cases from time 

to time. If fired cases have bulged heads or sh-ovi' .splits on any part of the ca.se, 

stop using that ammunition and return the rifle to the factory for inspection. 

(See pages 27 - 38) 

7. If a cartridge or shell is caught between the bolt and rECEh'er, put the safety 
“"ON'', retract the slide, and luck it in the open position. Remove the magazine; 
then reniove the jammed case, 

S, If a fired case is in the chamber, use a cleaning rod to knock it out, 

9, If ar^ iinfired cartridge is stuck in the chamber, remove it from the breech-end 
rather than trying to dislodge itvvith a cleaning rod inserted from the muzzle. 
Use a piece of 8/1 fi" brass rod which has one end shaped like a screwdriver tip. 
Insert the tip in th e extractor groove of the cartridge, cLse the face of the 
receiver ring as a fulcrum and carefully pry out the cartridge. Be careful not to 
strike the primer <irea of the Ilve cartridge: Vigorously brush-dean itie 
chamber with solvent after clearing any jam involving the chamber. 



TO MINIMIZE MALFUNCTIONS ("JAMS") 

Autoloading firearms of al! make.s and types occasionally malfunction when a 
cartridge falls to feed from the magazine Lo the chamber, or when a cartridge (or 
fired case} fails to properly cidract and eject. 

To minimize the possibility of such occurrences the gun iLser should: 

1 . Use ammunition of the correct caliber and type which is ioaded to Industry 
Specifications. Avoid reloads, remanufaclured cartrSdgC-s, and cartridges that 
are dirty, corroded, or deformed. (See "'Ammunition Warning”, p. 

2. Clean and lubricate the gun in acconlance with the instruction& in this 
manual. 
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B. If the mechanism shows signs of not functioning correctly, or if a part is 
damaged or broken - don’t use the gun. Have It inspected, and repaired, (See 
"Malfunction Warning" below) 

4. Use only genuine Ruger^' Mini-14 magcizines and carefully load the magazine. 
Do not exceed the stated magazine capacity. tSee "!.oading Magazine”, p. R) 

5. Do not 'ride' the slide handle when chambering a cartridge from the 
magazine. The slide should be drawn fully to the rear and then be permitted to 
sna,p forward under the full force of the recoil spring. If a cartridge does not 
fully chamber, do not 'pound' on the slide handle to force the bolt closed. 
Rather, retract the slide, eject the cartridge and determine the cause of the 
problem. (See "Bore Obstructions W'aming'’ p. L4) 

6. To minimize the probability of an unfired cartridge being jammed should it 
"fall back' onto the magazine, remove the magazine before retracting the slide. 
When extracting an Lulfifed cartridge, tip the right side of the rifle towards the 
ground so that gravity will assist the cartridge to fall dear of the magazine 
welt. Ahvays retract the slide briskly whenever extracting a live cartridge. Take 
care to see that a cartridge is not forcibly ejected against a surface where the 
primer might be set off. 

AJLeraLioiis to the ride or use of non- linger magazines and accessories may cause 
malfunc Lions, See '"Alteratioi^ Warning" on page 8. If the above procedures do 
not result in a smooth and reliable feeding firearm, don't u.se the Run. The rifle 
can be returned directly to our Newport, New Hampishire Product Service 
Department for repair. See Llie Service and Parts Policy section, page 27, of this 
manual for packing and shipping information. 



A WARNING -MALFUNCTIONS 




A cartridge can bt “disdauj^iLr betuiv it is 
chambered prinitj reCvlves a sharp blPW. If a 
carLritlgc liungi u&. jajjis, pr binds when twinfi 
chanibeied or wtien being fed from the rmjfazirw 
into the fhamher, do not attfmpT tn tnrc.F it into 
the chsmbei^ by pushing nr striking thi holt. Any 
jam nr tEcding proMcm is a signal b:> irnmediately' 
stof using Lhc gun until lL cai] be* tklenPioed 
what is wrung. Most failures 01 i cartridge to feexJ 
ur to ctiajiiPer are caused, by a damaged magazine. 
Improper £un handling, or defcctiv'c a-mmunitinn. 
\rixdever the cause, cartris-tge jams can result in 
the pnrentially dangerous situation (if a cartriclgi; 
dcRchaTging hetnre it i.s chamberL'd. Jf this occurs, 
the cartridgi; caic will rupture and its fragniL-iils 
■will fly oul of die i^uri witli sulTiCitiil force to 
cause- injury. jMwi!.? wear shooting g;i.?isse-s -vid 
hearing [irotector-s! Keep taoe a'way from chamherl 

STRIKING RIM OR PRIMER 
CAN BURST CARTRIDGE 
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^ WARNING -DISASSEMBLY 






' s>, \ 


Always tmltiad a fi rearm 




before cleaning, lubrication. 




disassembly or assembly. 


SAirn' "av 

•ti| 






UNLOAD BEFORE 




CLEANING 



□[SASSEMBLY 

Be Sure Rifle UnloadecU 

AHKough The Midi- 1 4 Rifle can he disassembled, reifsembled, and cleaned in 
almost any surrounding, it is prefemble to carry out these proccdtires on a 
vi^orfdHnch or table ivhlch has a cofvered top. A piece of shalloMr nap mg or an 
old hlanltet is an ideal covering. Such a covering keeps the rifle from slipping 
and being scratched. 



1. With the rifle jwinting in a safe 
direction, safety “OW", remove th e 
ina gjt^ine by pushing catch 
foi>'?rd tf> release magazine, 
while drawing magazine down 
and forward (See Fig. 61. 





2. l“utl the slide handle All the way 
to the rear and release. Make 
sure safety is "ON” (See Fig. 7,i. 
jNOTK: Hammer musl be cocked 
And safety must be "ON” to 
acjcomplish disassembly and 
reasscmhly. Again . he sure 
chamber is eiiiplyl 



IB 



3. Use a 1./4’’ diameter steel rod, 
punch, screwdriver shank, or 
Ollier 5uLiable icisLrumcnt 
inserted into llie hole in the rear 
of the trigger guard as a lever to 
spring open the trig ger guard 
fremn its latched position 
(See Kig. SK 



WARNIN’C; Dotior use a cartridge, to unlatch the trigger guard because of the 
danger of loo.sening the bullet in the eartridge e.ase (See Warnings in ‘'Aanmuiiition 
section, p, 6). 





4. Invert rifle and remove trigger 
housing assembly by carefully 
pulling it upfward (See Fig. 9). Be 
careful not to damage .stock when 
removing or replacing the trigger 
housing assembly. 



5. Remo\¥ h 



from stock by swinging rear end 
away from action slightly, then 
pull s.tock out of engagement 
with ga.s block (See Fig. 10). 





6. Remove guide rod and recoil 
spring (See Figs. 11a acid llbk 

C4 l.TfO^V: The recoil .spring is 
cf3mpre.<;.^ed — u.\e e^e 
proieotfoti cfid care ichen 
dis^sa&iihling ofid reii<niefnhhng 
to prerent the guide rod and 
jipring from escaping forcihig 
and }Jossiblg causing frijiurg. 
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7. Pull slide handle lo the resir- Align 
locking projedions on slide with 
disassembly notch on receiver. 
Remove slide (See Pig. \2). 




b. Pull the bolt loTwaid until it can be pivoted 
out of receiver. .Align firing pin projection 
with slot in lower receiver bridge and 
remove boll from receiver {See Fig. 13). 




Removal of the bolt stop assembly is not normally required for routinE cleaning. 



y. The bolt lock cover plate can be 
removed by Lapping downward 
(with a soft metal punch) at 
point “a” (See Kig. U). With 
cover plate removed, depresi 
boll lock plunger '’’b'', which will 
allow the bolt stop "c" lo be 
lifted out. 



!fOTE: The Mini- 14 is like the Ml Garand and many other types of 
autoloading rifles in that the hammer can fall if the trigger is pulled when 
the bolt is partially retracted. It is important for the .shooter Lo reali^:? that 
the firing pin cannot contact the cartridge until the bolt is safely locked, 
regardleiis of the position of the slide. 
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Removal of the eas block assembly is not necessary and is not a dvi&abk , The gas 
block assembly is factory fitted using special fixtures and torque tools. 
Attempting to fH the gas block assembly without the required special equipment 
can result in damage to the components and maltunclioning of the rifle. 

Further disassembly of the RI'GDH* HM§m is not required for 

normal cleanicig purposes and should only be performed by a trained armorer 
who is experienced in firearms repair. 



REASSEMBLY 

A|;ain, Be Sure Rifle and Magazine are Completely Unloaded! 

1. Reassembly of bolt into receiver: 

a. Boll can be rein-serted by holding it at approximately a angle to the 
receiver, with the rear end of the bolt angling downward. Insert the tail of 
the firing pin through the slot In the receiver bridge, and '“wiggle” the boll 
until its rear end moves back into the receiver. Then., push it forward to its 
dosed and locked position. It should rotate and move freely into place. 

b. If you have removed the bolt stop (step E), p. 20) reinsert the bolt lock 
plunger and spring into its hole in the top of the receiver. Depress the 
plunger until the rechmgular cut in its side lines up with the round hole 
seen inside the receiver on the left. -Side. CAUTIONI Plunger will now be 
under Spring ten.^lon and could cause injury if suddenly released. While 
holding the plunger against its spring in this position, insert the bolt stop 
until its rectangular "tab” goes into the rectangular cut on the holt lock 
plunger. Sliding the bolt lock cover plate upward (prying it upward .slightly 
with a screwdriver if necessary) completes rea.'i.'iembly of the bolt lock. Note 
that the large inverted triangular protection on the cover plate goes on the 
outside of the rifle. 

2. Reinstalling remaining parts of barrel/recErver group: 

a. Retract bolt. Replace operating slide by angling the handle portion upward 
betvt'eEn the handguard and receiver ring: then lower iJie slide so that the 
cam track on the inside of the rod fits over the roller on the right locking 
lug of the bolt, and the tab adjacent to the slide handle goes into iU track on 
the right side of the receiver. 

b. Push operating rod fully forward. Be sure Lhat the ga.s piston fits into the 
hole in the front of the slide. 

c. Hold action upside down as show in Figure 11b, p. 19. Carefully insert recoil 
spring into hole in rear of slide, and compress the recoil spring until the 
end of the guide rod can be reinserted into the small hole in the front of the 
receiver. 

CAUTIONI The recoil spring will be strongly compressed durir^g this step and can 
fly nut with considerable force, possibly resulting in injury. Keep it underyonr 
control and proceed with care. 
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3. Findl reassembly of rifle: 

ci. Replace stock by inscrtirig its front end into the block at a slight angle. 
When the stock is correctly seated into the gas bluclc the stock can be 
swung down into full contact with the receiver. 

b. Insert the opened trigger housing assemhly, safety ''ON’"., into the stock (the 
hammer must he cocked prior to insertion). \STien fully seated, swing the 
tri^er guard fully into place until it locks shut. ;\n audible “click’' will be 
heard when it is correctly locked. Cycle the slide handle and safety- a few 
Lijiaes to be certain the components are correctly assembled. Put the safety 
back “ON". 

c. Reinsert an empty magazine and fully withdraw slide. I’he bolt should lock 
open automatically. 

GtlNS SHOULD NOT RE STORED LOADED! 

REMOVAL AND REPLACEMENT 
OF FIBERGLASS HANDGUARD 

1. MAKE CERTAIN THE RIFLE CONTAINS NO CAEIRIDCES AND TfL\T IT IS 
F^INTTNC IN A SAFE DIRECTION. 

2. Remove the magazine. Leave the slide in the forward position. 

3. With the rifle flat on its side* apply substantia] thumb pressure* with both 
thumbs, to the projecting underside of the handguard in the area of the 
retaining spring. (The spring is located underneath the circular projechon on 
the top of the handguard.l The pressure should be applied so as to raise the 
rear portion of the handguard first. 

4. To replace the handguardr put the forward end of the handguard under the lop 
portion of the gas block fas far forward as po.ssible)i and .squeeze the handguard 
down over tlie barrel. 

MAGAZINE INSPECTION AND CARE 

Check the magazine frequently. The follower must move freely and have 
adequate spring tension so that each cartridge is quickly raised to the feeding 
position. 

To test the spring tension, load one cartridge into the magazine and then firmly 
pre-SS against the cartridge case. Remove your finger quickly. The cartridge 
should instantly and fully move in to the feeding position. If it does not, the 
magazine should be cleaned. If cleaning does not rest-ore proper spring tension, 
do not use the magazine. (NOTE; After testing, remove the test cartridge). 

V^Ticn cleaning is necessary, use a solvent that will not rust the metal 
components or adversely affect the plastic niagazine bottom. The magazine may 
he disa.ssembled by placing a small screwdriver through Ltie hole locate-d in the 
magazine bottom and depressing the inagazine bottom retainer. Carefully use the 
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screwdriver to push the magazine bottom rearward as you push down on the 
spring-loaded bottom retainer. ;\fter the magazine bottom has been slid rearward 
off Liic inagasine shell, carefully raise the rear end of the bottom retainer so that 
its two small lugs can he slid out the rear of the magazine and caEduUy remove 
the bottom retainer. CAUTION! It is under spring tension from Uk magazLiTLC 
spring. The magazine spring and follower may now be removed from the bottom 
of the magazine shell, completing its. disassembly. After the magazii'Le has been 
soaked in solvent to loosen foreign matter, be certain to shake it vigorously (with 
llie loading opening away from you I to remove solvent or residue from within 
the magazine. 

Reassembly of th e magazine can be accomplished hy hooking the magazine 
spring into the hole in the magazine bottom from the right side. Reinsert this 
assembly upwards into the magazine shell. Carefully compress the spring and 
slide the boLLom retainer on from the rear Finally, press the bottom retainer 
downward and slide the magazine bottom on from tlie rear. 




-Uaga^lnn 

Smi 



Wigun? 



UAgar.nc 

Senna 




flennm 

tWans' 



UfKjAni-'A' 

Uotfam 






FMa.Tr 15. FxpLc»dt^il view &f the 
Mini-14 magazine cnmprmeiiL'i. 
Thi.H illustration is included to 
shcrt^' the relationship and names 
of Ibt; magazine components. 



A WARNING -STORAGE 


/ 


Never place or store any firearin in 
5uch a manner that it may be 
dislodged. Firearms should aiveays 
be stored securely and unloaded, 
away from children and tarqle'^s 
adulLs,. 


STORE SECURELY & 
UNLOADED 
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CARE AND CLEANING 



BEFORI CLEANING, BE CERTAIN THE RIFLE AND ITS MAGAZINE 
CONTAIN NO CARTRIDGES, 

AL rej^ular intervals, or whenever the rifle has been EspuseJ. to sand, dust, 

extreme hunudity, condensation, immersion in water, or other adverse 

eondi Lions, disasseniitile, dean ard oil it. Proper periodic maintenance is essential 

to the reliable functioning of any firearm. 

To dean tl^e rifle, proceed as follows: 

L Disassemble I fie Id-strip} the rifle to the extent described on pages 18 - 30, 

2. Using a cleaning rod, run a solvent-wetted patch through the bore several 
Limes. Then attach a solvent-wetted bristle brush to the rod and run it bacl< 
and forth the full Length of the bore is many times as necessary to remove 
grsase and dirt from the bore and chamber. Clean bore with dry patches and 
examine. Bore fouling can contribute to reduced accuracy, and grease 
accumulation in the chamber can interfere with proper feeding of cartridges 
from the magazine. 

?i. Using povi'der solvent on a dean patch or bristle brush, remm-e powder residue 
from at] components of the mechanism. After dcaning, run a dry patch 
through the bore, then follovt' with a patch that is very lightly oiled. Wipe all 
surfaces clean with doth, then wipe all surfaces with a patch or cloth that has 
been very lightly oiled. 

4r NOTR: Only a light application of oil is needed to provide adequate lubrication 
of moving parts and to prevent rust. Excess accumulatioris of oil tend to 
attract particles of du.st and dirt and may congeal in cold weather which can 
interfere with the safe and reliable function of the rifle. 

5. Do not store the rifle in a leather case or scabbard. Leather attracts moisture, 
even though it may appear to be dry. 



A WARNING -LUBRICATION 




Firing ii rifle with oil, grease, or any other 
materiali evirn partially obtStruCtLog the bore 
mso' ITT, damai^t Ln Hit rifle a/id seriCmS 

injury to the shooter and those nearby. Do riHil 
spray or applv lubricants directly nr 
ammimltion. If the powder of a c^jitriditc ts 
affected by the Jufaricant. it may not be ignited, 
but die primer firing may push the bullet into 
the bore wltere it iiaay be lodged. Firing a 
5i]bseL[uerit bullet into tlie obstructed bore may 
(Jarnaj^E: tlii' Hfli; anJ caiasc iiljucy or 

death tn. the s.hiHjter and ttiose nearby. Use 
lubncjnb; prciperly. You are responsible fetr the 
proper care and maintenance of yrmr firearrrui. 


IMPROPER LUBRICATION 
DESTROYS GUNS 



24 



MAINTENANCE OF STAINLESS STEEL RIFLES 



Firearms and components made of stainless steel are relatively more resistant to 
corrosion than those of blued Sleet. However, in the intere.st of proper operation 
and long life of a stainless steel firearin, inspect it frequently and clean, lubricate 
and apply an appropriate rust preventative. 

SometiLues discoloration occurs from perspiration or from contact with some 
types of gun cases. Rusting may occur as a re.sull of the firearm being exposed to 
moisture, salt air or chemicals. 

Minor discoloration can usually be removed by rubbing the stainless area with an 
abrasive ink eraser, crocus doth, or a "metal poli.shing'" compound. WTaen using 
any of these abrasives, proceed with care and use light pressure to achieve a 
blending of ''color'’ with those areas that are not discolored. Ho NOT use abrasive.s 
on the clear coating of the aluminum alloy recciv'er and t rigger housing. 

External surfaces most subject to fuSting from handling, or from exposure to the 
elements should be cleaned and wiped dry after use or after exposure to adverse 
condition-s. If the rifle is to be stored, coat it wiLtl a light film of Oil or 
preservative. W'here the rifle is in continuing use, and the presence of oil or 
grease would be objectionable, then the external surfaces can be coated (after 
cleaning and drying) with a pa.xte wax formulated for use on metals. .Apply the 
wax sparic^ly. allow time for it to dry hard, then buff lightly with a soft cloth. 
When applying tlie wax, take care that it does not get into the mechanism or on 
the functioning parts or in the bore. 



SIGHT ADJUSTMENT 

Shooting to determine Ltie setting of the elevation slide (aperture) should be 
done from a bench rest and over a measured distance. 



SUGGESTED SIGHT 
PICTtJHE 

The front sight \& aligned in the 
center of the rear sight aperture 
("peep^^) and the target '(buLlseyel is 
positioned to apjiear as if it is 
:^ittlng on top of the front sighL 




25 





Tht rear sight is adjmtablt; for both windajse anJ elev^ition. A smatl punch, tht 
htaJ of a finish inf! nail, or olher similar instmcncnt can be Q&ed to ditprtss the 
pkmger to all™ the adjustment to he mm-ed one ciuarter tuna in either 
direction. One quarter turn ^vill rnove the point of innpact 1 icieli at IhfJ \'artLs. 
The sight adjuslmerils ha'»-e been made deliberately positive by means of spring- 
loaded detent plungers so that settings camiot be accidentally disturbed under 
normal conditions. 



To Move Impact To Righ t To Move lm[jact To Left 




WINDAGE ADJUSTIrtENT: To move the hullcl impact point to the rigftf , move 
the rear sight base to the right by turning the adjustment knob 
comttcnrJpcih rfjg. To move the buUet impact point to the move the inear 
sight base to the bft by turning the side adjustment knob c lockwise ^ 




ELEVATION ADJUSTNENT; To move the buhet Impact point mo%'e the 
elevation slide (the "peep”) up by turning the top adiugtment knob 
coujiterclackw is€. To move the bullet impact point dow n, move the elevation 
slide ihwii by turning the top adjustment knob clock wise. 
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SERVICE AND PARTS POUCY 

If you have any question with regard to the perfomiajice of your HtjfiER* 
ntM-l i* rifle please write or m!I :f300) our Product Service 

Department in Newport, New liaiiipshire fB773, fully describing all 
circLicnslanccs and conditions involved. If you should return your rifle to the 
factory for repair, or order part!! for it. please comply wilb the folloxving 
suggestions for prompt service; 




WARNING: BEFORE SHIPPING ANY FIREARM, 
BE ABSOLUTELY CERTAIN THAT FT AND ITS 
MAGAZINE ARE UNLOADED. DO NOT SHIP 
CARTRIDGES WITH A FIREARM. 



SHIPPING FIREARMS FOR REPAIR 

KJ.YaER* .Wf.VI-J l* rifles returned to the factory' repair should be sent to; 
SLurnt, Kuger & Company, Ine., Product Service Department, 411 Sunapee St.. 
Newport, New Hampshire 0377d. Telephone (fi03l B63-330fl. 

Guns should be sent prepaid. We will not accept collect shipments, 

The Federal Cun Control Act, as well [vs the laws of most Stales and localities, do 
not prohibit an individual (who is not olherwise barred from purchasing or 
possessing a firearm 1 from shipping a fireann directly to the manufacturer for 
repair. However, before you ship your riile to us, be certain that your State or 
locality does not have a law or regulation which will prohibit you [roiii receiving 
the rifle fmm us after it has been repaired. If such receiving is prohibited, then 
please have a Federally Licensed firearms dealer ship the gun to us. If your rifle is 
sent to us by a dealer, il will be returned to him after being repaired. If a tiandgun 
(pistol or revolver) is shipped by an individual who does not. hold a Federal 
Firearms License, it must be shipped via II.P.S, Persoi^s who do not hold a Federal 
FireariPS License are prohibited by Faieral law‘ from shipping a handgun by Mail, 
Handguns mailed in violation of the law are impounded by the IVst Office. 

DO NOT SFATJ GUN BOXES OK LIT ER, ATLTiE THAT YOLi CONSIDER TO BE 
COLLEC'I OR'S ITEMS - THESE .ARE IN\ARL\BLY D.AAUGED OR DESTROYED 
IN SHIFMHNT. Please do not include rifle case, si mg, telescopic fights or cu.stom 
accessories with a firearm being sJiipped to the factory for service. Rifles and 
shotguns may he shipped via Parcel EW. .always insure your shipment. 

Enclose a letter which includes your name, address, telephone number, serial 
numbt:r and model of the tlreann. L>escirthe ir detail the trouble you have 
expcTiciiced with your firearm, or the work you wish to have done. Merely stating 
tlial the firearm "needs repair" is inadequate information. 

Work performed will bear a net minimuim labor charge of S15.00 plus a Sr>.fJ0 
shipping and handling charge. The charge for reblaing the Jil Cflff" Wf.Yf-1 J* 
itiFLE is plus a 55,0(1 shipping and handling charge. Custom 

gunsmithing service or nonstandard alteration.s are NOT AVAILABLE from Ruger 
Product uService Department. 
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A WARNING -PARTS PURCHASERS 




U is tlie purchjk5t:rs TCipons-jbility to be 
ab&oluldy certain that any n^rbi ordered from 
LVte factory are enmectly fitted and installed. 
Kirearma are complicatijd niechani.sms and 
IMPKOPER FITTINt; OF I'-'tK'J'S MAYRKSIHT 
IN A DANC’.EltOL'S MALFI.JNCTTOK. 

TO THE FIREARM, AND SERIOUS IMlTrV TO 
THE STTOOTRR^VNL) OTHER PER-SONS. The 
purdiaser and installer yf parts must accept full 
responsibility Inr the correct adjcistmerl and 
functioning trf the rifle aft^r sucIi iiastallation. 



PARTS MUST FIT CORRECTLY 



ORDERING PARTS 

Pitasc contact the New I lampshirc Product S4^rviC'e f department for part^ 
availability and current priceSp Ali parts orders for the Hf-'iSER* .Iff.Vf-J I* 
rifle should b« sent to: Sturm, Roger & Co., Inc., Product Service Department, 
411 Sunapee Street, Newport, New llaimpshEre 0;^7T3, 603-Sb3-330fl. We cannot 
comply with Oi>en account or C.O.D. orders. Payment in the lorm of a check, 
money order, Visa or Mastercard must accompany your order. Credit Card orders 
mu.'it include the account number, expiration date and whether it is a Vi.sa or 
Ma.stercard account. .Minimum parts order is SLW plu-s $3 ..50 shipping and 
handling charge. Order parf-S hy Part Name aiid Part Number and include the 
entire .serial number of the firearm tor which the parts are being ordered. The 
price shovi'n for parts does not include the mininium net labor charge of 515,00 
plus SS.W shipping and handling charge if the parts arc factory fitted. .All factory 
filled parts are fit on an exchange ha.sis only. We will not return the replaced 
parts. 

Barrels, and a number of oilier component parts must be fitted at the factory. 
Company policy i.s to proof-test and/or function fire all barrels after fitting to the 
receivers in which they are to be used. This procedure ensure.^ maximum 
proleCition to our customers. The special proof desl ammunition used in this 
testing is soid only to bonafide firearms manulactuTers and is not available to 
gun shops, gunsmiths, or indmduals. 

Because the receiver of the RC’GEfff* fffW-JJ* is a serial numbered 
component, it is defined is a ‘"firearnf by Federal law and is not sold as a 
separate component. 

^ Parts designated by an isterisk must be factory fitted. These parts arc fitted on 
an exchange basis only. We wnll no I return the replaced parts. We wiJi not return 
any part that is broken, malfunctiuntiig, badly worn or has been modified. See 
'■Warning - Parts PurchaLsers", above. 

CAUT ION: A gun conUining modified, broken, malfunctioning, 
or badly worn parts should nut be fired. 



Design, prices and specifications Subject to chaniJ« without notice. 
SPECIFY MODEL k SERLAL NUMBEE VvTIEN ORDERING 
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Part Name 


Part No, 


Model 


Ejector 


KMSOOSftO 


All Mini-14 Models 


Ejector Spring 


MS07000 


All Mini-14 Models 


Extractor 


MS01400 


Mini-14 - Blued Model 


Extractor 


KMS01400 


Mini-14 - Stainless Models 


Extractor Plunger 


KMSOlbtlO 


All Mini-14 Models 


Extractor Sprin^i 


MS01500 


All Mini-14 Models 


* Firing Pin 


KMS01102 


All Mini-14 Models 


Forearm Liner & Stock Cap Assembly 


MS02200 


Mini- 14 - Blued Model 


Forearm Liner & Stock Cap Assetnbly 


KMS02200 


Mini-14 - Stainless Models 


Front Sight 


MS04400 


Mini-14 - Blued Model 


Front Sight 


KMS0440fj 


Mini- 14 - Stainless Models 


Front Sight Cross Pin 


MS07200 


Mini-14 - Blued Model 


Front Sight Cross Pin 


KMS07200 


Mini-14 ■ Stainless Models 


* Gas Block, Top & Bottom^ 2 Pieces 


MS03500 


Mini-14 - Blued Model 


* Gas Block, Top & Bottorn, 2 Pieces 


KMS03500 


Mini-14 - Stainless Models 


Gas Block Screw, 4 Req’d. 


MS0b50t) 


Mini-14 - Blued Model 


Gas Block Screw, 4 Rei[’d, 


KMSQfifinn 


Mini-14 - Stainless Models 


Gas Port Bushing 


KMSQ2&QQ 


All Mini-14 Models 


Guide Rod 


MS03900 


Mini-14 - Blued Model 


Guide Rod 


KMS03900 


Mini-14 - Stainless Models 


* Hammer 


MS01700 


Mini-14 - Blued Model 


* Hammer 


KMStllTOO 


Mini- 14 - Stainless Motlcls 


Hammer Pivot Pin 


MSQ1900 


Mini-14 - Blued Model 


Hammer Pivot Pin 


KMS01900 


Mini-14 - Stainless Models 


Hammer Spring 


KMSU4700 


All Mini- 14 Models 


Hammer Strut 


MSOISOO 


Mini-14 - Blued Model 


Hammer Strut 


KMS01800 


Mini-14 - Stainless Models 


' 4 

Pali Nacne 


Part No, 


Model 


Handguard Assembly, Fiberglass 


MFH 


All Mini-14 Models 


Magazine, Complete, 5-Shot Capacity 


MAG/5 


All Mini-14 Models 


Magazine Bottom 


MS03400 


All Mini- 14 Models 


Magazine Bottom Retainer 


MS02b()0 


All Mlni-14 Models 


Magazine Follower 


MSftSOOO 


All Mlni-14 Models 


Magiirine [,atch, Front 


MS04l>tltl 


Mini-14 - lilued Model 


Magazine Latch, Front 


KMS04MO 


Mini-14 - Stainless Models 


Magazine Latch, Rear 


MS03100 


Mini-14 - Blued Model 


Magazine Latch, Rear 


KMS03100 


Mini-14 - Stainless Models 


Magazine Latch Cross Pin 


MSQ6SQU 


Mini-14 - Blued Model 


Magazine l^atch Cross Pin 


KMS96600 


Mini-14 - Stainless Models 


Magaiiinc Latch Pivot Pin 


MS01200 


Mini- 14 - Blued Model 


Magazine Latch Pivot Pin 


KMS01200 


Mini-14 - Stainless Models 


Magazine Utch Spring 


MS05000 


Mini- 14 - Blued Model 


Magazine Latch Spring 


KMSOSOflO 


Mini-14 - Stainless Models 


Magazine Shell 


MS02700 


All Mini-14 Models 


Magazine Spring 


MSU2B00 


Ail Mini- 14 Models 


Pistol Grip Cap 


D-80SB 


Mini- 14 - Stainless, Synthetic Stock Model 


Pistol Grip Cap Medallion 


D-82 


Mini-14 - Stainless, Synthetic Stock Model 


Pistol Crip Cap Screw 


C-96SM 


Mini- 14 - Stainless, Synthetic Stock Model 


Piston, Gas Pipe 


MS03600 


Mini-14 - Blued Model 


Piston, Gas Pipe 


KM S 03600 


Mini-14 - Stainless Models 


Rear Sight Adjustment Tool 


RSAT 


All Mini- 14 Models 


Rear Sight Assembly, Complete 


MS05500B 


All Mini- 14 Models 


Rear Sight Base 


MS 35500 


All Mlni-14 Models 


Rear Sight Elevation Detent Plunger 


MS07300 


All Mini-14 Models 


Rear Sight Elevation Detent Spring 


MS05600 


All Mini- 14 Models 



Part Name 


Fart Nd. 


Model 


Rear Sight Elevation Screw 


MS07400 


All Mini-14 Models 


Rear Sight Elevation Plunger 


MS05300 


All Mini-14 Models 


Rear Sight Elevation Plunger Spring 


MS05400 


All Mini- 14 Models 


Rear Sighi Kut 


MS05700 


Mlni44 - Blued Model 


Rear Sight Nut 


KMSOBzan 


Mini-14 - Stainless Models 


Rear Sight, Peep 


MS05201 


All Mini-14 Models 


Rear Sight Windage Detent Plunger 


MS06100 


All Mini-14 Models 


Rear Sight Windage Detent Spring 


MS05800 


All Hini-14 Models 


Rear Sight Windage Screw 


MSOS900 


Mini -14 - Blued Model 


Rear Sight Windage Screw 


KMS05900 


Mini-14 - Stainless Models 


Rear Sight Windage Screw Pin 


KMS07100 


All Mini- 14 Models 


Receiver 


MSOOlOO 


Mini-14 - Blued Model 


Receiver 


KMSOOlOO 


Mini-14 - Stainless Models 


Safety Assembly 


MS13800A 


Mini-14 - Blued Model 


Safety Assembly 


KMS13800A 


Mini'14 - Stainless Models 


Safety Detent Spring 


KMSfi49flfl 


All Mini -14 Models 


Safety Spring Retaining Pin 


MS06200 


Mlni-14 - Blued Model 


Safety Spring Retaining Pin 


KMS06200 


Mini-14 - Stainless Models 


Secondary Sear 


MS02300 


Mini-14 - Blued Model 


Secondary Sear 


KMS02300 


Mini- 14 - Stainless Models 


Secondary Sear Spring 


KMS02400 


All Mini-14 Models 


Slide Assembly 


MS237fll 


Mini-14 - Blued Model 


Slide Assembly 


KMS23701 


Mini-14 - Stainless Models 


Slide Spring^Recoil Spring 


KMSOSlOl 


All Mini-14 Models 


Sling, Carrying, Nylon, Not Illustrated 


MA-132 


All Mini-14 Models 


Sling Swivel, Front 


MS07S00 


Mini- 14 - Blued Model 


Sling Swivel, Front 


KMS07500 


Mini-14 - Stainless Models 



Part Name 


Part No* 


Sling Swivel, Rear 


MS07601 


Sling Swivel, Rear 


KMS07600 


Stock, Wood With Butt Plate 


MS00400 


Stock Assembly, Synthetic 


MS30426 


Stock Reinforcement 


MS00700 


Stock Reinforcement 


KMS00700 


Stock Reinforcement Lock Washer, 2 Req'd. 


MS08000 


Stock Reinforcement Screw> 2 Req’dn 


MS06900 


Stock Reinforcement Screw, 2 Req'd, 


KMS0690€ 


Stripper Clips, Not Illustrated 


MS08400 


Trigger 


MS02000 


Trigger 


KMS02QD0 


Trigger Bushing 


MS04300 


Trigger Bushing 


KMS04300 


Trigger Guard 


MS00200 


Trigger Guard 


KMS00200 


Trigger Housing 


MSOBQO 


Trigger Housing 


KMS01300 


Trigger Pivot Pin 


MS02100 


Trigger Pivot Pin 


KMS02100 


Trigger Spring 


KHS04800 



Model 

Mini -14 - Blued 

Mini- 14 - Stainless Models 

Mini -14 - Stainless & Blued, Wood Stock Models 

Mini -14 - Stainless, Synthetic Stock Model 

Mini-14 - Blued Model 

Mini -14 - Stainless, Wood Stock Model 

Hini-14 - Stainless & Blued, Wood Stock Models 

Mini'14 - Blued Model 

Mini-14 - Stainless, Wood Stock Model 

All Mini-14 Models 

Mini-14 - Blued Model 

Mini-14 - Stainless Models 

Mini-14 - Blued Model 

Mini -14 - Stainless Models 

Mini- 14 - Blued Model 

Mini-14 - Stainless Models 

Mini-14 - Blued Model 

Mini -14 - Stainless Models 

Mini'14 - Blued Model 

Mini-14 - Stainless Models 

Alt Mini-14 Models 



* PAKTS SO MARKED MUST BE FACTORY 



AIFLK 

EXPLODED VIEW 



..HSdiaw& 
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THE BASIC RULES OF SAFE FIREARMS HANDLING 

We beLie\n6i that .■\j™rican.‘i have a ri^t to purchase and use fineanns for Imvful 
purposes. Hie privale uv^tiership of fircanm in AmeriLa is traditional, bul tliat 
ownership imposes the responsibility on the ^un owtter to use his firearms in a 
way which will ensure his own safety and that of otirers. When firearms are used in 
a safe and responsible manner, they are a great source of pleastire and sati.sfacLion, 
and repritsent a fundamental part of our personal liberty. 

Firearms do not cause accidents! Firearms accidents are almost ahvays finund In 
have been the result of carelessness, or ignorance on the part of the sho<>ijer of die 
basic niles of safe gun handling. 

The following rules mast be observed by gLtn users at all times. Safe gun handling 
is not just desirable, it is absolutely essential to your safety, the jafety of others, and 
the continuation of gun owneiship and sport shooting a.-! we bnrjw it bxiaLy. 

1* LEARN THE MECHANICAL AND HANDLING 
CHARACTERISTICS OF THE FIREARM YOU ARE USING. 

Not all firearms are the same. The 
methcid of carrying and handling 
firearms varies in accordance with 
the mechanical provisions for 
avoiding attidenUil discharge and the 
various proper procedures for loading 
and unloading. No person should 
handle any firearm without first 
having thorougjily familiariaed 
himself wilJi the particular tnie of 
firearm he is using and with safe gun 
handling in general. 

2* ALWAYS KEEP THE 
MUZZLE POINTED IN A 
SAFE DIRECTION. 

Be sure of the bullet Stop behind 
j>our target, even when diry-firing. 
Never let the muzzle of a firearm, 
point at any part of your body or at 
another person. This i.s particularly 
important when loading or 
unloading a firearm. In the event of 
an accidental dLsclvarge, no injury 
can occur as long as the muzzle is 
pointing in a safe direction. A safe 
direction means a direction Vi'liLch 
will not permit a discharged bullet to 
strike a person, or to strike an object 
from which the bullet may ricochet. 
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A ia/e direction must take into account the fact that a bullet may 
penetrate a wall, ceilingf fl(xirj window, etc,, and strike a person or 
damage property. Make it a habit to know exactly where the muzzle of 
your jjun is; pointing whenever you handle it, and be sure that you are 
always in control of the direction in which the muEzle is pointing, ewn 
if you fall or stumble. Keep your finger off the trigger until you are ready 
to shcHJt, 

i. FIREARMS SHOULD BE UNLOADED WHEN NOT IN 
USE. 



Firearms should be loaded only 
when you are in the field or on the 
target range or shooting area, 
ready to shoot. Firearms and 
ammunition should be securely 
locked in racks or cabinets when 
not in use. Ammunition should 
safely be stored separate from 
firearms. Store your firearms out 
of sight of visitors and children. It 
is the gun owner’s responsibility to 
be certain that children and 
persons unfamiliar with firearms 
cannot gain acce.ss to firearms, 
ammunition, or components. 

4. BE SURE THE BARREL IS CLEAR OF OBSTRUCTIONS 
BEFORE SHOOTING. 

Even a bit of mud, snow or excess 
lubricating oil or grease in the 
bore may cause the barrel to 
bulge, or even burst on firing, and 
can cause serious injury to the 
shooter and bystanders. Be sure 
that you are using ammunition of 
the proper caliber and loading for 
the gun you are using. Tf the 
report or recoil on firing seems 
weak, or doesn’t seem quite right, 

CEASE PIKING I.MMEDTATELY, 
unload your firearm, and check to 
be sure that no obstruction has 
become lodged in the barrel. Never 
try to shoot out an obstruction! 
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6. WEAR SHOOTING 
GLASSES AND HEARING 
PROTECTORS WHEN 
YOU SHOOT. 

All shooters should wear 
protective .■jhooting glasses and 
adequate hearing protectors when 
shooting. Exposure to shooting 
noise tan damage hearing, and 
adequate eye protection w^hen 
shooting is essential. 



S. BE SURE OF YOUR 
TARGET BEFORE YOU 
SHOOT. 

Don’t shoiH iinles-S you knowr 
exactly where your bullet is going 
to strike. Be sure of the bullet 
sbJ)p behind your target, even 
when dry-firing with an unloaded 
gun. If you are in the field 
hunting, do not fire at a 
movement or noise. Tbke the tiniie 
to be absolutely certain of y^ur 
target before you pull the trigger. 





7. NEVER CLIMB A TREE 
OR FENCE WITH A 
LOADED FIREARM. 

Pul the firearm di'jwn carefully 
before climbing a fence, and 
unload it before climbing or 
descending a tree or jumping over 
a ditch or other obstruction. Never 
pull or push a loaded firearm 
toward yourself or another person. 
When in doubt, or whenever you 
are about to do an\^hing awkward, 
urdoad your gun! 
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8. dont: shoot at a 

HARD SURFACE, OR AT 
WATER. 

Bullets can glance off many 
surfaces like rocks or the surface 
of water and travel in 
unpredictable directions with 
considerable velocity. 





9. NEVER TRANSPORT A 
LOADED FIREARM. 

Firearms should always be 
unloaded before being placed in a 
vehicle. A suitable carriing case 
or scabbard should be used to 
carr>f an unloaded firearm to and 
from the shooting area. 



10. AVOID ALCOHOLIC 
BEVERAGES WHEN 
SHOOTING. 

Don't drink until the day’s 
shooting is over. Handling 
firearms white under the 
influence of alcohol in any form, 
or medications that could affect 
your judgement or co-ordination, 
constitutes a criminal disregard 
for the safety of others. 




A BRIEF ACCOUNT OF AN EXTRAORDINARY 
ACHIEVEMENT: RUGER FIREARMS 

One of the few American firearms manufacturers whose manage- 
ment has remained unchanged since starting in busine.ss, Sturm, Huger & 
Company, Inc., had its beginning in a .‘imall machine shop occupying a 
rented frame building in Southport, Connecticut. In January, 1949., with an 
initial investment of only S50,0{J0 and an idea, William B. Ruger and 
Alexander M. Sturm started productiort of a 22 caliber autoloading pistol - a 
design which was so successful that it became the cornerstone upon which 
one of the most comprehensive lines of sporting firearms ewr made in 
America was established. jVfter Alex Sturm’s death in 1951, William R. Ruger 
continued to direct the company abne and today, as Chairman of the Board, 
he is actively involved in the creative engineering of new products and 
continueSi to provide the leadership which has made this 50-year-old 
company a sound and successful enterprise. 

Sturm, Ruger & Company, in this relatively short time, has established itself 
a.s a leading small arms design organisation, developing a unique and broad 
line of fine quality sporting, military and police firearms to become one of 
the vx-orld's most famous producers of revolvers, pistols, rifles and .shotguns. 
From 1949 thru 1999 Ruger craftsmen have built many millions of firearms. 

During its five decades of growth and progress under the leadership of 
William B, Kuger, the company has developed a business philosophy and 
implemented policies which represent a constructive influence in the life of 
modem America. From the beginning, Sturm, Ruger & Company played a 
positive role in conservation efforts and has supported the interests of 
shooters through such groups as the National Hi fie Association, National 
Shooting Sports Foundation, and many regional sportsmen’s organizations. 
The company has alway.s endeavored to market its firearms for constructive 
and recreational purposes, to emphasize the traditional a.^pecL'i of shiMting, 
t.o render meaningful public services and to encourage shooters in 
constructive and responsible participation In the shooting sports. 

Today, Sturm, Ruger & Company is particularly mindful of those elements 
which have, contributed to the creation of iLs .success, and extends heartfelt 
thanks to its many loyal employees and customers. 



A current catalog of Ruger firearms is available free upfK^ request to 
Sturm, Ruger & Co.. Inc., Southport, CT 0C490. 
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WHY NO WARRANTY CARD HAS BEEN 
PACKED WJTH THIS NEW RUCER FIREARM 

The Maj^riuson-iMoss Act (Public Law 93-637) does not requiire any 
seller or manufacturer of a consumer product to give a written 
warranty. It does provide that if a written warranty is given, it must be 
designated as '1i united" or as '^fulT^ and sets minimum standards for a 
"full'’ warranty^ Sturm, Ruger & Company, Inc. has elected not to 
provide any written warranty, either "limited'’ or "full", rather than to 
attempt to comply with the provisions of the Magnuson-Moss Act and 
the regulations issued thereunder, There are certain implied 
warranties under state law with respect to sales of consumer goods. As 
the extent and interpretation of these implied warranties varies from 
state to state, you should refer to your state statutes. Sturm, Ruger & 
Company wishes to assure its customers of its continued interest in 
providing service to owners of Ruger firearms. 




STURM, RUGER & Company, Inc. 
Southport, Connecticut 06490 U<S.A. 

hltp;//\iT^TV.riiger--lire arms, com 



A COPY OF THE INSTRUCTION MANUAL I’OK ANY RUCFR 
h'[Rh:ARM IS AVAlLA35Lli: FROM THE FACTORY FREE 0\ REQUES'I' 
THESE INSTRUCTION MANUA],S CONTAIN IMPORTANT 
W,ARXINGS WHICH MUST EE UNDERSTOOD 
REFORE USING THESE FlltEARMS, 



■RllOEFt". the Slumi. Tiufttr Influ. ■ SlNtll-R. SI'X ", "^:iL^CKH.^WK". "SliaiHlTV-SlX '. 

"Sf'ttP-SJX", "SliRVlOi-SLW "EJEL?tRC.^r. "OLl> "MIN]-ld=', "MINI THIRTV', 

"EtA-VCH ]ilP[.E". "M77", "7T.''22". ' OP-tlJir, "SfUU". •P-\iy iinJ "VAOUEtti J 
UTi; sfuflislurutl L'.S. tradiimarki. 
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